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Message Text 

CONFIDENTIAL 

PAGE 01 VIENNA 06923 011505Z 
ACTION OES-09 

INFO OCT-01 EUR- 12 EA-10 ISO-OO ACDA-12 CIAE-00 INR-10 
10-13 L-03 NSAE-00 NSC-05 EB-08 NRC-05 SOE-02 
DODE-OO DOE- 15 SS-15 SP-02 CEQ-01 OC-06 CCO-OO 
/129 W 

033210 020531Z/23 

R 011455Z AUG 78 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 7412 
INFO AMEMBASSY MANILA 

CONFIDENTIAL VIENNA 06923 

USIAEA 

E.O. 11652: GDS 

TAGS: IAEA, TECH, ENRG, RP 

SUBJECT: IAEA SAFETY ASSESSMENT FOR PHILIPPINE 
POWER REACTOR 

REFERENCE: MANILA 13119 

1 . MISS CASTANO OF PHILIPPINE EMBASSY ADVISES THAT 
COPIES OF CONFIDENTIAL REPORT WERE SENT TO MANILA 
VIA DIPLOMATIC POUCH ABOUT TWO WEEKS AGO. SHE DID 
NOT RPT NOT RETAIN ANY COPIES. SHE SAID IT IS 
POSSIBLE THAT THE COPIES SENT ARE STILL IN THE 
FOREIGN MINISTRY AND HAVEN'T BEEN SENT ON TO 

DR. IBE. 

2. MISS CASTANO ALSO SAID AMBASSADOR SIAZON WILL BE 
IN MANILA THIS WEEK. 

3. REPORT IS NOT RPT NOT AVAILABLE FROM IAEA. 

4. MISSION SUGGESTS EMBASSY MANILA TRY AGAIN. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 VIENNA 06923 011505Z 

PERHAPS THROUGH AMBASSADOR SIAZON. KIRK 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SAFETY, REPORTS, NUCLEAR POWER PLANTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978VIENNA06923 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D780315-0811 

Format: TEL 

From: VIENNA USIAEA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 978/newtext/tl 978081 10/aaaadokd. tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: fbbOl 759-c288-dd1 1 -92da-001 cc4696bcc 

Office: ACTION OES 

Original Classification: CONFIDENTIAL 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 78 MANILA 13119 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 09 jun 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1571285 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA SAFETY ASSESSMENT FOR PHILIPPINE POWER REACTOR 
TAGS: TECH, ENRG, RP, IAEA 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/fbb01759-c288-dd11-92da-001cc4696bcc 
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